DART AEROSPACE LTD Work Order: 


NAAA A AAA EIA AA 
Description: Arm Part Number: D3696-1 
RA a IQ AA A A SO 


Inspection Dwg: D3696 Rev: C Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 


Drawi Actual || 
rawin ctua 
q Tolerance Accept | Reject Method of Comments 
Dimension ` Dimension LL Inspection M 
30.203 +0.005/-0.001 
A | 
0.500 x 0.300 deep +/-0.010 ==] al 
xj 
5.500 +/-0.010 ] [ 
0.495 +/-0.010 
4 MN m 
0.990 +0.000/-0.010 
1.000 +/-0.010 | 
Ø0.566 | +0.001/-0.000 ] 
zi 
0.500 +/-0.010 |. 
1.800 +/-0.010 
| 1.250 +/-0.010 
17.50 +/-0.030 I 
0.750 +/-0.010 
0.06 x 45° */-0.030 x 0.5? |o] 
0.13 x 45* +/-0.030x 0.58 | | | 


Measured by: 


Audited by: Preliminary Approval: | 
Date: Date: | 


| Rev Date | Change Revised by 
| A |10.04.01 | New Issue KJ 
KJ 


B 14.01.21 | Tolerances revised 


Approved 
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